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Home Safety. See: Uelp in Planning 
Continuous Safety Campaigns 
Home Safety, The Participation of Offi- 
cial Health Departments and Codp- 
erating Voluntary Agencies in a 
National Program 
Hoover Commission Medical Activities 
Report to the Congress 1 
Hoover Commission. See: Summary 
of Report of the Task Force Committee 
on Federal Medical Services to the 
Commission on Organization of the 
Executive Branch of the Government 
Hospital Aides, School for 
Hospital Construction Act, Progress Un- 
der the Federal 
See: 66 Health Centers Approved.... 
Hospital Construction Program, Progress 
Under Hill-Burton 
Hospital Needs, The 
Hospital Survey and Construction Pro- 
gram, Progress Report on the 
Housing, Committee on the Hygiene of. . 
Idaho, Legislative Progress in 
INinois : 


Public Health 
Veterinarians oad Health Officers Get 
Together 1 
Illuminating Engineering Society: 
Elects New 
Gold Medal Award, 1949 
Indiana: 
Codifies Its Health Laws........... 
Tuberculosis Council 
Vote Consolidation Through Referen- 
dum, First Counties in 
India’s First Child Welfare Exhibit. 
eS Hygiene Advisory Committee 
H.S.) 


Industrial Hygiene Laboratory 

Industrial Hygiene, Postgraduate 

Industrial Hygienists and Industrial Hy- 
giene Engineers, Army Reserve Com- 
missions for 

Industry Finds 
While . 

Ingram, 
Editor . 

Institute for Child 
New . 

Institute of Inter-American Affairs Ex- 
tended to 1955 

Inter-American Affairs Extended to 1955, 
Institute of 

Inter-American Congress on Brucellosis 

Inter-American Regional Congress and 
National Congress of Hygiene and So- 
cial Medicine. See: Health Con- 
gresses to Be Held in Argentina 

Inter Association Committee on Health 

International Health Bulletin, Red 
Cross Initiates 

International Society of Hematology... 

International Union against the Vene 
real Diseases. Regional Meeting 

International VD Experts Study 
Control Programs for WHO 


Public Health Worth 
1 


William T., as Teacher and 


Health Research, 
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Interstate Codperation in Medical Edu- 
cation . 

Iodine Literature, Abstracting. 

Salt, An Educational ‘Program 


Public Health Association 

Iowa's Stream Pollution Law 

John J. Sippy Memorial Fur 

Award to Charles Glen King, 
*h.D. 

Johns Hopkins 
Structure... 

Joint Health De partments. See: 
Legal in Washington 

Jungle Yellow Fever in Panama, Out- 
break of 

Kahn, Reuben L.. M.D., Public Health 
Laboratory Directors Honor 

Kandle, Roscoe P.. M.D. 
marizing the Pennsylvania Study.... 

Kansas Also Trains Rural Doctors 


Kansas and Missouri Meetings Planned 
1 


for 1950, | 
Kansas l’ublic Health Association 
Kansas’s First Multi-County Unit 
Kehoe, Robert A.. M.D., Knudsen Medal 
Kentucky : 
Contributes to Public Health Law.... 
Mobile Medical Clinic 
Public 
Reorganizes ..... 
King, Charles Glen, Pb.D., 
Scott 
Klotz, Irving M., Ph.D., Lilly Award to 
Medal to Robert A. Kehoe, 
M.D. 
Kogel, Mareus D.. M.D., New York City 
Ilospital ¢ ‘ommissioner 
Laboratory in Group Development 
Laboratory Refresher Courses.......... 
Lampasas-Williamson County Health 
Unit of Texas. See: Announced 
Lasker Awards, The. An Editorial in 
the New York Times..............-. 
Lasker Awards, Two New 
Lebanon's First Public Health Exhibit 
Lectures to the Laity—-New York Acad- 
emy of Medicine 
Lee, David B.,. M.S. See: Honor Two 
Florida Health Workers............. 
Leprosy Foundation Staff, James A. 
Doull, Dr.P.H., Joins American 
— Dana Medal to Lawrence T. Post, 


The John 


Life Insurance Medical Research Fund 
1949 Grants 
Lifson, Sol S., to Heart Association. 
Lilly Award to Irving M. Klotz, Ph.D. 
Lions Club in A.P.HLA 
Local Health Service, 40th Oklahoma 
County with 
Local Health Services: 
Directors Meet 
New Hampshire Medical Society 
proves State Provided. 
See: Federal Health Grants, ¢ anada 
and the United States 
Health Units: 
22. See: Senate Passes 
Health Units Act 
James Stone Heads National Advisory 
Committee on 
More Regional Conferences on 
In Great Plains Area, Regional Con- 
ferences on 
Resolution, American 
tion Board 
Resolution, 
Local Public Health Services Bill Rein- 
troduced ...... 
Lombard, H. C., D.. States Major 
Cancer Control Problems 
Longer Years (Editorial, Times) 
Louisiana State University School of 
Medicine, William W. Frye, M.D., 
Ph.D... Becomes Dean at 


Malaria: 
See: Industry Finds Public 
Worth While 
Justin Andrews, Sc.D., to Iran on 
Medical Mission 
“Peace Hath Its Victories.” Editorial, 
New York Times, Nov. 8, 1949 
Malaria Society, National. 
Malariology. See: New C ‘inchona  Re- 
view 
Markle Scholars, Third Year of 
Maryland Observes an Anniversary..... 
Massachusetts : 
Health Conference 
Health Unit Law. 
Public Health Association........ 129 ° 
Public Health Conference 
State Department of Health. 
Dr. Lombard States Major 
Control Problems 
State Department of He alth. 8 
Tuberculosis Manual for Public 
Health Nurses 
Maternal and Child Health, W 10 on. 
Medical Care: 
Association Proposes National Confer- 
ence on.. 
Brookings Institution Surveys 
Medical Society Guarantees Universal. 
Section Created in California School 
of Public Health 
Education, Survey of. 
Medical Schools to Receive Large Funds 
for Papchintry Training 
Medical Service Corps Appointees 
Medical Social Workers, Training 
Medical Society Guarantees Universal 
Medical Care...... 
Meleney, Henry F.., M.D. 

See : Public Health in the Middle East. 
To Study Public Health in Near Fast. 
Menninger Foundation. See: School for 
Mental Health Institute, 

Announces Establishment of 
Mental Program, Connecticut 
Expan 
Mental 
Mass., 
Mental Hygiene Division in 
Health Department........... 
Mental Hygiene of the U. 8. 
Health Service, Division of. 
Pilot Mental Health Project 
Mental Hygiene Statistics 
Mental Hygiene Unit Honors Pediatri- 
cian C. Anderson Aldrich, M.D. 
Merit System Service Resolution, West- 
ern Branch 
See: Annual Service Plan for Public 
Health Examinations. 
1040, ‘1171, 1342, 


Publie 


Michigan : 
Community Conference. .... 
Department Reorganized 
Public Health Association 
Microbiological Institute in 
Institutes of Health 
Middle East, Public in 
Milk and Food Sanitation Research 
Symposium . 
Milk-borne Diseases, Water-and 
Milk Ordinance Revised, Standard 
Milk Quality and Milk Regulations. ... 
Minnesota : 
New Health Unit Law 
Nutrition Council Secks to Continue 
Flour Enrichment. 
Missouri : 
Public Health Association 
River Basin Health Council Organized 
Mobile Laboratory, University of Wash- 
ington 
Mobile Medical Clinic, 
Molner, Joseph G., M.D., 
vointed Detroit Commissioner 
Tealth 
Montana Assoc iation, Officers. . 


National 
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834 
Motion Picture Review................ 654 
Municipal Public Health Engineers, 1949 

424 
Murray-Wagner-Dingell Bill. See: Health 

Insurance Bills Introduced Into 8ist 

Mustard, Harry 8. M.D., in a New 

1416 
National Advisory Committee on Local 

Health Units, James Stone Heads.... 121 
National Advisory Health Council..... 565 
National Advisory Heart Council. See: 

Cardiovascular Disease Control Com- 

National Association of Sanitarians 

National Conference of Social Work 

National Dairy Council. See: Age and 

National Foundation for Infantile 

Paralysis, Advisory Committee in 

Health Education Appointed for...... 280 
National Foundation for Infantile Pa- 

ralysis, Inc., The. See: Courses in 

the Diagnosis and Treatment of Polio- 

National Health Council Meets........ 698 
National Health Council. See: Survey 

National Health. See: Inter-Association 

Committee on Health................ 614 
National Institutes of Health, Micro- 

biological Institute in................ 122 
National Safety Council. “See: The Par- 

ticipation of Official Health Depart- 

ments and Codperating Voluntary 

Agencies in a National Program for 

601 
National Sanitation Conference........ 1254 
National Stundards and Local Ordi- 

1390 
Nebraska's W. S. Petty, M.D. Resigns. 1081 
Negroes Help Themselves.............. 1026 
Newfoundland, Recent Nutrition Sur- 

New Hampshire Medical Society Ap- 

proves State Provided Local Health 

426 
New Jersey: 

Reorganization Advances 700 

Surveys Its Health. 833, 
New Mexico Public Health Asseciation. 706 
New York City: 

Health Department, Bureau of Health 
Education. See: George Rosen, 
M.D., Director of Bureau......... 426 

Commissioner, Marcus D. 

Polio Divis 1382 
New York Incorporates Its Annual 

New York's Dozen pheseotastensacees 1386 
New York's Health Department, Nutri- 

New York State: 

Dental Health Bureau in............ 419 

Ilvalth Conference Moves to Lake 
Placid ..... 274 

Health De partme nt, ‘Division. of Labo- 
ratories and Research. See: Re- 
gional Salmonella Centre.......... 874 

Holds 45th Annual Health Conference 1084 

Plans Large Medical and Public 

New York University College of Medi- 
cine. See: Course on Virus Re- 

1950 White House Conference...... 1503 
Nobel Award for World Peace, Lord 

North Carolina: 

Summer Institute of Statistics....... 421 
North Dakota Public Health Associa- 
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ciation . 
Nurse Recruitment ‘Achieves Successful 
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Northern California Public Health Asso- . 


“Nursing for the Future” A Esther 
Ph.D. See: cting on 
703 
in Polio Epidemics........... 1258 
Nursing Schools, Counselling in........ 276 
Nutrition Bureau in New York’s Health 
Nutrition, Fellowships in Community. 564 
Nutrition’ Foundation Makes Additional 
Nutrition Institute, Central American.. 1381 
Nutrition : 
Ser: Age and Diet. 565 
Frances Stern Memorial Sc‘ olarships. 282 
Robert Gould Research Foundation 
Grant to Johns Hopkins........... 420 
Nutrition Surveys in Newfoundland, 
Ohio Enriches Flour. 964 
Ohio River Vailey Water Sanitation 
Commission. See: Wabash River 
Ohio State Medical Association. See: 
Rural Doctors for Ohio.............. 1616 
Oklahoma County with Lecal Health 
281 
Oklahoma Public Health Association.... 283 
Orr, Lord Boyd, Receives Nobel Award 
“Oscars” for Safety Films............ 1175 
Paint, DDT Incorporated in........... 1084 
Palo Alto, Calif., cides to Cotiperate.. 126 
Panama Controlled, Outbreak of Yellow 
Panama, Outbreak of Jungle Yellow 
584 
Pan American Sanitary Bureau. See: 
American Regional Office, WHO...... 1081 
Pan American Sanitary Organization 
Papanicolaou, George N., M.D., 
Participation of Official Health Depart- 
ments and Coiperating Voluntary 
Agencies in a National Program for 
Passano Award to Oswald T. Avery, 
“Peace Hath Its Victories.” Editorial, 
New York Times, Nov. 8, 1949....... 1521 
Pennsyivania Study. See: The Spoils 
Pennsylvania Study, Summarizing the.. 959 
Personnel. See: Problems of Training 
of Professional Public Health Workers. 307 
Pest Control. See: Use of Compound 
Petty, W. S.. M.D., Resigns, Nebraska's. 1081 
Pharmaceutical Manufacturers’ 281 
Philadelphia Health Survey............ 421 
Phoenix, Ariz. See: Pilot Mental 
Pilot Mental Health Project........... 569 
Pincus, Sol, to Head WHO Section on 
Environmental Sanitation. .. 702 
Pittsburgh Health Department, Reorgan- 
Placer County (Calif.), Health Officer 
Playtex Park Research Institute. See: 
New Institute for Child Health Re- 
Plumbing and Public Health, Biblioe 
Plumbing Code Accepted by New York 1083 
Polio by Sewage Has a Court Test. 
Polio Division, New York City........ 1382 
Polio Epidemics, Nursing in........... 1256 
Poliomyelitis. Courses in the Diagnosis 
755 
Poliomyelitis, Recommended Practices 
Pollution of Water Supplies, Florida 
281 
Pollution Study, Wabash River........ 1389 
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Post, Lawrence T., M.D., Leslie oem 

Pre-Engineering Inventory. - 

Prentiss Award, Donald * Armstrong, 
M.D., Receives......... 

“Protect the Stam Out 
VD" 1949 Social I ygeiene Da Theme. 

Psychiatric Aide Award, Second Annual. 

Hy Training, Medical Schools to 

eceive Large Funds for ° 

Public Health Degrees 1947-1948. . . .453, 

Public Health in the Middle East 

Public Health Laborator: Directors 
Honor Reuben L. Kahn, 

Public Health Service, The. §& 

Assistant Surgeons General 

10 Years of Grants-in-Aid 

Public Relations Doctor, American Medi- 
cal Association's 

Puerto Rico Public Health Association. . 

Puerto Rico Representation in Schools 
of Public Health 

Q Fever, Chicago Survey of 

as Control, International Meeting 

Rabies, Develop Scheme for Interstate 
Control o 

Rabies, Diagnosis of 

Racker, Franziska , M.D., M.P.H. 
See: A.P.H.A. Vocational Counseling 
and Placement Increases Activity... . 

Radioactive Wastes, Safe Disposal of.. 

Red Cross Blood Program 


INDEX 


1 
Red Cross Initiates International Health 
1 


Bulletin 

Red Cross Meeting, 1948 International. . 

Red Squill Reference Powder Available. . 

Reed, Lowell J... Ph.D. See: Johns 
Hlopkins Reorganizes Medical Struc- 
ture 

‘Collection and Disposal, Bibliog- 
rap 

Regional Conferences on Local 
Units in Great Plains Area 

Resolution on National Health Program, 
Canada Acknowledges A.P.II.2 

Resolutions, American ratte 
Association (Editorial, J.A.M 

Retarded Areas Aid Plan, Health in. 

Review of Soviet Medicine Suspends. 

Rheumatic Fever Elects Officers, Ameri- 
can Council on 

Rhode Island Pioneers in Dental Health. 

Richland County (Mansfield, Ohio) 

Ricketts Award, 

Ringle, Arthur M., 
State Health Officer 

Robert Gould Research Foundation Grant 
to Johns Hopkins 

Rocky Mountain and _ Inter-mountain 
States. See: Interstate Cooperation 
in Medical Education 

Rodent Control. See: Red Squill Refer- 
ence Powder Available 

Rosen, George, M.D., Ph.D., 
Bureau 

Royal Sanitary Institute 
Book 

Royal Sanitary Institute Meeting to be 
held in Brighton 

Ruhland, George C., 
ington Health Officer. eens 

Rural Doctors, ‘Also Trains... .. 

Rusk, Howard A., M.D. See: Hermann 
M. Biggs Lecture 

Russia Indicates Withdrawal from WHO 

Sabin, Florence, M.D. Sre: Interstate 
Cooperation in Medical Education. 

Safety Campaigns, Help in Planning 
Continuous 

Salmonella Centre, Regional 

Salt Substitutes Embargoed, 
Urethane and Lithium 


Health 


Health 
A.). 


Resigns as 


Director of 


Issues 


Retires as Wash- 


See: 
Sanitarians, 
Sanitarians Elects, National Association 


961 
874 


Sanitarians’ Short Course, Food In- 
spectors’ and 
Savage, John L., Washington Award to 
Schistosomiasis Expert AY ttee 
Daniel 
Appointed District Health 


Sewage and Industrial Waste Disposal 
Problem, Short Course in 
Sewage Has a Court Test, 
Polio by 
Sewer Ordinance Manual, 
Shepard, Charles C., M. py 
University 


Spread of 


Sickness ry the United States, Proposed 
1 


Sippy, 
Smog, A.M.A. “Section Symposium 
on 


Soap, Urgent Need for 

Sondeg, Roger F., M.D. 
Two Florida Health Workers. . 

County, Calif.. Moves ‘to New 


Honor 


Hom 

South " Canciins ‘Association ‘of Sani- 
tarians 

Southern Branch : 
Annual Meeting of 
1950 Meeting of 
To Meet in Dallas, April 14-16 

Soviet Medicine Suspends, Review of... 

Specialty Board Selects Representatives, 
Public 

—" James C., M.D., Cutter Lecture 

Spoils System in Action, The 

State and Territorial Health Officers. . . 

State Health Officers Mee 

Stone, James, Heads National Advisory 
Committee on Local Health Units.... 

Stream Pollution Fund Allocations 

Stream Pollution Law, Iowa's 

Sulfa Drug Not in 1949 New and Non- 
official Remedies 

Summary of Report of the Task Force 
Committee on Federal Medical Services 
to the Commission on Organization of 
the Executive Branch of the Govern- 
ment 

Surgeon General's Conference. 
State Health Officers Meet 

Survey of Sickness in the United States, 
Proposed 

Syphilis.Case Finding Program 

Syrup of Urethane and Lithium 
Substitutes Embargoed 

Take 934, 1040, 1171, 1342, 

Task Force Committee on Federal Medi- 
eal Services to the Commission on 
Organization of the Executive Branch 
of the Government, Summary of Re- 
port of the 

Teaching Opportunities Under 
Fulbright Act, Foreign.. 

1080, Use of Compound 

Tennessee Public Health Association. 

Tennessee Valley Authority. See : 
“Peace Hath Its Victories.” Editorial, 
New York Times, Nov. 8, 1949 

Texas Health Activities Approved 

Texas Public Health Association 

Top, Franklin H., M.D., 
Minnesota 

Training of Professional 
Workers, Problems of 


Salt 


Tuberculosis Manual for Public Health 
Nurses 
Tuberculosis Nursing Course 
Turner, Clair E., to I 
Typhus Death, Court 
States Responsible in 
M.D., 


Underwood, Felix J., 
versary 

Union Americana de Medicina del Tra- 
bajo. See: American Union of Indus- 
trial Medicine. enh 
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1507 


Anni- 
1 


648 
742 |_| 
273 
1144 Seminars. See: Health Education Work- 
707 
282 
740 184 
701 
123 1619 
1080 276 
1259 
422 1566 
706 
1508 Smoke Prevention, Conference on...... 701 
125 1445 
960 963 
285 126 
458 1388 
960 
1508 
388 515 
S34 
832 
138 700 
* 
1614 
10385 121 
1389 
569 1508 
302 1505 
828 
569 
S34 
278 268 
281 
1614 
421 
1389 
1015 1381 
423 408 
420 1467 
563 
125 
628 
700 
e 568 1259 
1521 
701 
706 
420 
425 307 
563 Tuberculosis in 1965, End of............ 961 
126 
566 
- 466 1379 
San Francisco Chinese, Health of...... 892 
1471 386 
1509 
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United Mine Workers of America Wel- 

fare and Retirement Fund Allocates 
Regional Staff 


United States Air Force Medical Service ‘ 


Organized 

University of 
pointments 

University of Pittsburgh, 
Appointments at the 

University of Texas, Galveston. 
Industrial Hygiene Laboratory 

University of Washington Mobile Labo- 
ratory 

Urethane and Lithium Salt Substitutes 
Embargoed, Syrup of 

Urological ers. 
Amory Prize Awi irded. 

S. Fund “Backward” 
Prospect, Large...... 

U.S.P.HLS. Announces Extablishment 
Mental Hlealth Institute 

U.S.P.H.S. Reorganizes Engineering 
tivities 

Utah Has Health Audit 

VD Campaign in New York City, 
Intensive .. 

Venereal Disea ase Control ‘in’ Michigan, 
Study 

Venereal Disease Experts Study 
Control Programs for WHO, Interna- 
tional 

Venereal 


Pittsburgh 


““Areas in 


Diseases, Re gional Meeting, 


International Union Against the...... 12 


Vermont Health Reor- 
ganized 
Veterans Administration Area Directors. 
Veterinarians and Health Officers Get 
Veterinarians, Public Health Practices 
Institute 
Virginia Increases Service. 
Virus Research Course on 
Vocational Counseling and 
Increases Activity, A.P.HLA 
Wabash River Pollution Study 
Washington Award to John L. § 
Washington Local Health Officers Rec- 
ommend Legislation 
Washington State Department of Health. 
See: Trend or Isolated Instance?.... 
Waste Treatment Conferences 
Water-and-Milk-Borne Diseases 


Department of 


123, 
Placement 
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Welfare Cabinet Post, Bills in House for. 
Western Branch American Public 
Health Association 

John J. Sippy Memorial Fund. 

Merit System Service Resolution 
Westchester County (N. 

Mental Hygiene Division in a Sond 

Health Department 
West Virginia Public Health Association 1: 
West Virginia State Board of Health.. 1 
White House Conference, 1950 
Whitney, John M., M.D., Leaves 

Orleans for American Red Cross. 
WHo 

Alexandria Regional Office 

American Regional Office 

Foreign Study Fellowships........ 

International VD Experts Study U. 

Control Programs for 

14 American Republics in 

Assembly Meets in Rome, Second.... 

Now Includes 57 Nations 


Russia Indicates Withdrawal from... 
Section on Environmental Sanitation, 
Structure 
To Administer Two Prizes........... 
Wilder, Dr. Russell M. See: 
Ricketts Award 
Wilinsky, Charles "me 
President-elect American 
Association 
Wisconsin : 
Association for Public 
Publie Health Conference 
Public Health Conference 
Madison 
Wishik, Samuel H., M.D., 
Baumgartner, 


Elected 


Replaces 
Leona, M.D.., on 
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257 
258 


Hospital 


Health Holds 
1506 


A.P.H.A. Child Health Committee.... 1256 


Wollman, Abel, 
WHO 

World Health Assembly in Rome, Second 12 

Yale Expands Alcoholism Clinic 

Yale Summer School of Alcohol Studies 
to Have Two Sessions 

Yellow Fever in Panama Controlled, Out- 
break of . 


Dr.Eng., to Europe 


Water Pollution Control Advisory Board. Y.M.C.A, Loe “al He alth Units. Resolution. 

New York Academy of Medicine, Lectures to the Laity 

New York City, Study of the Geographical and Time Progression of a Measles Epidemic in 
the Mott Haven Health Center District. Jerome Meyers, M.D., M.P.H 

New York City, The Care of Premature Infants in. Helen Wallace, M.D., and Leona 
Baumgartner, M.D. .. 

New York State Home Accident Prevention Program, The. 

1949-1959. Editorial 

Nitrates in Rural Well Waters. Editorial.... 

Noordam, A. L., M.D., and Ruys, A. Charlotte, M.D. The Diphthe ria Epidemic in Amsterdam 

N.O.P.H.N. See: What Does Public Health Nursing Cost. Mabel Reid 

Nordsiek, Frederic W. How Processing Affects Nutritive Values of Grain Foods............ 

Nuclear Fission Operations, Some Public Health Problems in. Arthur E. Gorman, and 
Abel Dr.Eng. 

Nurse, Use of the University in Increasing the Expertness of the. 

Nursing Cost, What Does Public Health. Mabel Keid 

Nursing Home—A Medical Care Facility, The. Joseph H. Kinnaman, M.D., M. 

Nursing Procedures Used, Hospitalization of Cases of Communicable Diseases Together 
Considerations of the Isolation Techniques and. Alfred L. 

; 

a ew in the Health Insurance Plan of Greater New York, Home. 
Randall, R.N 

Nutrient Retention During Canned Food Production. E. J. Cameron, Ph.D., R. W. 
Ph.D., and L. E. Clifeorn, Ph.D. 

Nutritional Reconditioning of Children. Elsie Z Moyer)and Icie G. Macy, 

Nutrition and Natural Kesistance to Infectious Disease, The “Yes’’ and “No” of. 
H. Schneider, Ph.D. 


Margaret S. T ‘aylor, 


Pilcher, 


Howard 


John J. Hanlon, M. me and Adelia 


"Jack Meteoff, M.D.. 


Nutrition Course for Students of Public Health. 
M. Beeuwkes, M.S. 

Nutrition on Experimental Infection, Influence of. . 

Nutrition. See: International Aspects of Child Feeding. Marjorie L. 

Nutrition to Infection in Children, Kelation of. Junius M. Rawlings, M. 

Nutrition, Training Physicians in Public Health. Frederick J. Stare, 

Nutritive Values of Grain Foods, How Processing Affects, Frederic Ww. 
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Oak Ridge, Tenn., The Relation of Housing to the Incidence of Meningococcic Disease in 
an Outbreak in. Bernard M. Blum, M.D., M.P.H., and William F. Elkin, M.S., M.S.P.H. 

O’Brien, Henry K., M.D. The Health Officer and His Staff Receive the Foreign Visitor. . 

Observations on the Epidemiology of Shigellosis among Institutional Inmates in Puerto 
Rico. Guillermo Arbona, M.D., M.P.H., and Luis Gonzalez, Ph.D 

Occurrence and Distribution of Types of (. diphtheriae. Margaret Beattie 

Overcrowded dwellings. See: Oak Ridge, Tenn. 


P 


Pait, Charles F., M.D., and Pearson, Harold E., M.D. Rabies Vaccine Encephalomyelitis in 
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